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GENERAL INFORMATION 


INSTRUCTIONS FOR ORDERING REPAIR PARTS 

For parts or service, contact the dealer from whom you purchased this equipment or refer to your Nearest 
Authorized Onan Pans and Service Center. 

10 avoid eriufs or delay in MiSing your parts order, please furnish all information requested. 

Always refer to the nameplate on your unit. 

1. Always give the MODEL. SPEC NO. and SERIAL NO. 


O HMMWWIO 

Oncm 

I I 

MODEL AND SPEC NO. 


SERIAL NO. 



For handy reference, insert “YOUR” 
nameplate information in the spaces above. 


2. Do not order by refererwe number; always use part number and description. 

3. Give the part number, description and quantity needed of each item. If an older part cannot be identified, 
return the part prepaid to your dealer or nearest Onan Parts and Service Center. Print your name and address 
plainly on the package. Write a letter to the same address stating the reason for returning the part. 

4. State definite shipping instructions. Any claim for loss or damage to your unit in transit should be filed 
promptly against the transportation company making the delivery. Shipments are complete unless the 
packing list indicates items are back ordered. 

Prices are purposely omitted from this Parts Manual due to the confusion resulting from fluctuating costs, import 
duties, sales taxes, exchange rates, etc. 

For current parts prices, consult your Onan Dealer. Distributor or Parts and Service Center. 

"En esta lista de partes ios precios se omiten de proposito, ya que bastante confusion resulto de f luctuaciones de 
los precios, derechos aduanales, impuestos de venta, cambios extrajeros, etc ” 

Consiga los precios vigentes de su distrlbuidor de productos “ONAN.” 


Std. #36a 
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INTRODUCTION 


This catalog applies to the standard AJ Recreational Vehicle generator set Parts are arranged in 
groups of related items. Each illustrated part is identified by a reference number corresponding 
to the same reference number in the parts list for that group. Parts illustrations are typical. Using 
the Model and Spec No. from the nameplate, select parts from this catalog that apply to your set. 
Unless otherwise mentioned in the description, parts are interchangeable between models. 
Right and left sides are determined by facing the engine end (front) of the set 


DATA TABLi 


MODEL AND SPEC NO. 

TYPE 

WATTS 

VOLTS 

HERTZ 

WIRE 

PHASE 

2.7 AJ-1R/* 

Remota 

2750 

120 

60 

2 

1 


* • Th« Spaciffcatlon Letter advances (A to 6. B to C, etc.) with manutecturing ehangea. 

The letter R In MODEL and SPEC denotea electric atari with start^atop at both the aet 
and the remote control. 

NOTE: Hertz is a unit of frequency equal to one cycle per second. 


NOTICE! 

ITEMS REFERENCED AS OPTIONAL INDICATE PART IS FACTORY INSTALLED 
AND MAY NOT BE APPLICABLE TO ALL MODELS. FOR FIELD CONVERSIONS 
ADDITIONAL PARTS ARE USUALLY REQUIRED. 
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0EARCA8E GROUP 



w. 

rANT 

QTY* 

PANT 

NO. 

NO. 

UMD 

OetCNIPTION 

1 

1034)436 

1 

OMrcaM, Ancmbty <lncludM 
Part* Marfcad *) 

2 

516-0117 

1 

•Pin, Roll (3/16* 13/16”) 
Qovamor Cup 3top 

3 

180-1426 

1 

•Arm A SOaft, Qovamor 

4 

150-0177 

1 

•Stud, Qovamor Sanaltivfty 
Adluating 

5 

150-1187 

1 

•Yoka. Qovamor Shaft 

« 

5094»08 

1 

•Saal, Oil • Qovamor Shaft 

7 

51041006 

1 

•Baarfno. Qovamor Shaft - 
to«var 

a 

5104)013 

1 

^Baaring, Qovamor Shaft - 
Uppar 

9 

5104)014 

1 

•Ban, Qovamor Shaft Thrust 

10 

150-1429 

1 

Bracket, Qovamor Sprirtg 

11 

VWV'-WW l» 

1 

•Saal, CHI 

12 

1504)096 

1 

^ring, Qovamor 

13 

1904»66 

1 

Stud, Qovamor Spring 

Tanaion Adjusting 

14 

6704)131 

2 

Nut, Ha* • with Extamai 

Tooth Lock washer (#10-32) 


NBF. 

PANT 

QTY. 

PANT 

NO. 

NO. 

UWO 

MSCNIPTION 

15 

1034)013 

1 

Qaskat, Gear Cover 

16 

150-1428 

1 

Link, Qovarrtor Arm to 
Carburator 

17 

5184)004 

1 

Clip, Governor Link to 
^rburator 

18 

1504)639 

1 

Joint, Bail 

19 

8154)046 

2 

•Screw. Machine • Pan Head. 
Crotis Rat^ssad (#8-32 x 3/6”) 

20 

SCREW, CAP. 

HEXHEAD 


80041031 

2 

5/16-10 X 1-1/2-’ 


600-0034 

2 

5/16-18 X 2-1/4" 

21 

850-0045 

4 

Washer. Lock - Goar Cover 
Mounting 

22 

6154)290 

1 

Screw, Tapping - Hex Washer 
Head (1/4-20 X 5/r) 

23 

67041053 

2 

•Nut, Hex (*10-32) 

24 

8704)053 

1 

Nut, Hex (#10-32) 


* • Included in Goar Covor Assembly. 
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CYLINDER BLOCK QROUR 


1—25 
24 


30 —^ 
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CYLINDER BLOCK GROUP 


NtP. 

MO. 

1 

2 

3 


4 

5 

6 

7 


8 


9 

10 
11 
12 

13 

14 

15 

16 

17 

18 

19 

20 
21 

22 

23 


PART QTV. PART 

MO. UMD DC6CRIPT10N 


110-0441 2 

INSERT valve SEAT 


110-<»26 

110082602 

110082605 

110O626>10 

1100626-25 

101-0257 

3300079 

1010367 

2310179 


1 

1 

1 

1 

1 

1 

1 

2 

1 


110-2252 1 Cylinder Slodt Atwmbly 

(Include* P«ri» Madied ’) 
'QuKto. Valve 
■EXHAUST 
'Standard 
.0G2" Ovar«ze 
OOS" Overaiie 
.dlO~ Ovcnize 
QSSr Overatte 
'Owket Kit. Bcadno Piaie 

tA BrAAaeiHft 

Oo/m. Aooaas 
'Baartna. Camatiatt 
*Ptat*. Oenerator Adapter 
6 Rear BaarlnQ (Lees 
Bearing) 

BEARING. CRANKSHAFT (Front and Rear) 

101-0260 2 'Standard 

101-029002 2 Underttze 

101-0290-10 2 Oltr Undaraiz* 

101-0290-20 2 .020“ UndartiM 

101- 0290-30 2 OSir UnderaiM 

5090123 1 Seal Oil - Cranfcanatl Rear 

102- 0319 1 Pan. Oil 

5020196 1 Elbow. Oil Praaaura Switch 

1020018 1 OaakeL Oil Pan 

110-0634 1 Head. Cylinder 

110-0836 1 (2aakel. Cylinder Head 

504-0017 1 Valve. Drain 

5160012 2 'Pin, Dowel - Oear Cover 


6000029 

517-0046 

120-0012 

1200140 

120-0571 

1200394 

1200161 


Aiignmant 

5 'Screw. Cap - Hax Head 

(5/16-16 « i-i/rj 

1 'Plug. Expanalon Raar Cam 
OMrinig 

1 PtwigpM. Oil 6y-Paai 

1 Spring. Oil 8y-Pata Plungar 

1 C^. Oil Pump miake 

(Inoiudaa Serean) 

1 Pump. Oil 

1 OMket Kit, Oil Pump 



PART 

QTY 

PART 


NO. 

US€D 

OESCR^ION 

24 

528-0264 

7 

WM'»er. Plat - Hardened 
(11/32' ID « 23 32" OD x 1'8‘ TMK) 

25 

SCREW. CAP- 

HEX HEAD <HAr^Bn«d ) 


1100679 

4 

Cylinder Heed 
(5'16-ie * 1-1/4 ) 


110-0284 

3 

Cylinder Heed 
(5/16-18 * 1-l/ri 

26 

1200387 

1 

'Tube. Crankcaae (Preeaed 
in Block) 

27 

505-<»74 


Plug. 0«i By-Paa# 

( 1 / 6 “ n l/4“) 

n 

6500040 

2 

Waaher. Lock - Sprmg (1/4“) 

29 

5060146 

1 

Grommet. Generator Adapter 

30 

4030886 

t 

Bon. Eye - Litung 

31 

102-0869 

2 

Sltffaner. Oil Pan 

32 

5260127 

6 

Waaher. Flat 

(13/32“ 10 « 26/32" 00 «1/r TMK) 

33 

651-0005 

5 

'Waaher. Lock - Spring (5Te") 

34 

800-0007 

2 

Screw. Cap - Hex Head 
(1/4-20 X 1") 

36 

600-0048 

6 

Screw. Cap - Hax Haad 
(5/16-16 X 3/8“) 

36 

3090237 

t 

Switch. 08 Praaaure 

37 

403-1067 

1 

Plait. Mounting 

36 

403-1064 

4 

Brackat Engine Mourdlng 

39 

6500080 

8 

Waaher. Lock * Spring (3i6 ) 

40 

402-0366 

2 

Strap. RKiraIrwr 

41 

402-0966 

2 

Mot^, Vibration Ctwhion 

42 

6620015 

7 

Nut. Hax (S/ie-18) 

43 

6500045 

7 

Washer. Lock • Spring (S/16~) 

44 

M6-0041 

5 

Washer. Flat 

(21/64" lOx 1" OOx 1/16" TMK) 

45 

134-2723 

1 

Brackat. Backpiate 

46 

5200116 

2 

Stud. Engine Mounting 

Bracket 

47 

1040061 

2 

Nut. Ertgine Mounting 

Bracket 

46 

1020753 

t 

Plug. Oil Fill 

49 

102-0612 

1 

Qaaket, Oil Fill Plug 

50 

416-0077 

2 

Cable. Battery 


* • includadin Cylinder Block Aaeambiy. 


VALVE AMP breather GROUP 


MF. 

PART 

©TV* 

PART 

NOr 

NO. 

UWO 

OBtCRIPTtON 

1 

110-0628 

1 

Valve, intake 

2 

110-0627 

1 

Valve, Exhaust 

3 

110-0609 

2 

Spring, Valve 

4 

110-0S68 

1 

Retainer, Valve Spring - 
Intake 

5 

110-0640 

1 

Rotocap, Valve - Exhaust 

6 

110-0008 

4 

Lock, Valve Spring Ratainar 

7 

115-0006 

2 

Tappet. Valve 

6 

110-2246 

1 

Cover. Valve 

9 

1104)632 

1 

Qaaket. Valve Cover 

10 

123-0486 

1 

Valve. Breather 

11 

503-0702 

1 

Hose. Breather (1S-1/2") 

12 

800-0016 

1 

Screw. Cap - Me* Head 
(1/4-20 X 3") 

13 

526-iXi63 

1 

Waaher. Flat - Cot>P«r 
(17/64" ID a 7/1C." 00 x 1/32" THK) 

14 

503-0614 

1 

Clamp. Bieather Hots 
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PISTON AND ROD QROUP 



RiF. 

FART 

OTY. 

PART 

NO. 

NO. 

USED 

Ot 8 CRIPTlON 

1 

Piston assembly (include* Pin 400 Rmoe) 


112-0127 

1 



112-0127 <06 

\ 

.005'' OventM 


112-0127-10 

1 

OiO" Ommuc* 


112-0127-20 

1 

020 ^ Owefeti* 


1124)127-30 

1 

.030" Overeae 


112-0127-40 

1 

040^ Ovetea* 

2 

112-0083 

1 

Pin. Palon 

3 

112-0013 

2 

Ring. Retaining 

4 

flINO SET 



1134)175 

1 

Standanl 


113-0175-10 

1 

. 010 '’ OnMau* 


1134)175-20 

1 

.(XRr OvefNM 


1134)175-30 

1 

080' Overalse 


1134)175-40 

1 

.040* Oveniae 

■» 

nOO, CONNECTING 



1144)006 

1 

SlandaiTt 


1144)006-10 

1 

OICT* Uft6af»«4* 


1144)006-20 

1 

OSXr UnoefSiM 


1144)006-30 

1 

OOO' Undeieae 

6 

1144)023 

2 

ScfWM. Cap - Han Heed 


8644)014 


(Hamened) 

7 

2 

Waahaf. Locli - Internal 


Tooth (t/4") 


CRANKSHAFT AND CAMSHAFT QROUP 


R8P. 

PART 

OTY. 

PART 


NO. 

NO. 

UtlD 

DESCRIPTION 


1 

1044)^ 

1 

CrankaiiaR 


2 

1044)060 

1 

Weaher. Ctanhshaft Gear 

14 

3 

6184)012 

1 

RMig, LocA - Cfankehati 

Gear Waaher 

4 

1044)048 

1 

Geer, Cnnkahali 

*.0 , 

5 

1054)300 

1 

Camatielt & Pin Aeeatnbly « 


6 

180-1116 

t 

Cyp.Qovamor t 

\ ^ 

7 

6154)001 

1 

Key. Woodruff \ 


6 

1804)078 

1 

Ring, Lock - Cam. Canter m 

Waaher, Camahalt ThruN a \5 

NwO 0 

0 

105-0004 

1 


10 

6104)015 

5 

Ball, Ply - GoYafftor X \l 

Ki V ® 

11 

1604)075 

1 

Pin, Camahalt Canlar ^ \ 

9? 1 

12 

6164)001 

1 

Kay. Woodruff 


13 

1064)377 

1 

Goar, Camahalt (inciudM 

Piybait, Spacer I Plate) 


14 

160-1267 

1 

Spa^. FlybaH 

2 

15 

1504)077 

1 

Plata. Flyttall 

3 IrX' 
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FUEL SYSTEM GROUP 


3« 4 2 




PART 

QTY. 

PART 

NO. 

MO. 


DEBCilIrTiwri 

1 

146-0191 

1 

'CtrburMor 

2 

146-0446 

3 

QatkM, Air ClMoer to 
Carburotor 

3 

154-1601 

1 

MwiifelO. intMMi 

A 

140.<!3S.3 

1 

-Rlter, Fu«l 

5 

14^1^2 

1 

Pump. Fuol 

6 

149-0003 

1 

(SMleat, Pump Mounting 

7 

SOI-0001 

1 

Line, Fuel Pump to 
Carburetor 

a 

5204)195 

1 

Elbow, npe 

a 

145-0454 

1 

Adapter, Air Cleaner to 
Carburetor 

10 

502-0082 

1 

Nipple, Solenoid Mounting 

11 

140-1287 

1 

Plate. Air Cleaner Base 

12 

140-1288 

1 

Cover, Air Cleaner 

13 

140-1188 

1 

Element, Air Cleaner 

14 

503-0731 

1 

Clamp, Hose 

15 

502-0020 

1 

Elbow. Pipe • Street 
(1/8 NPT) 

16 

115-0025 

2 

NuL Hex (1/4-28) - Hardened 

17 

850-0040 

4 

Washer. Lock - Spring (1/4") 

18 

520-0195 

1 

Stud (1/4-20 X 2-3/16") 

19 

865-0020 

1 

Nut. Wing (1/4-20) 


800-0012 

1 

Screw, Cap - Hex Head 
(t/4-20 X 2-1/4") 

21 

800-0007 

1 

Screw, Cap - Hex Head 


(^ \ I 


RCF. 

PART 

OTY. 

PART 

NO. 

NO. 

UMO 

DESCRIPTION 

22 

307-1279 

1 

V^. Fuel Soianoid 

» 

502-0433 

1 

Elbow, Hoae 

24 

£KH}326 

2 

Stud (1/4-28 X 1/4-20 X 1-8/32") 

25 

141-0078 

1 

3Mket, Carburetor Mounting 

ne 

sv 

526-0068 

2 

Washer. Rat - Copper 



(17/64" 10x7/18" 00 X 1/32" TMK) 

27 

815-0265 

a 

Screw. Mechirw - Round Head 


with External Tooth Lockwaaher 
(#8-32 K 5/16 ) 



28 

526-0046 

2 

Waahar. Flat - Bms 




(11/64” ID X 3/8" 00 X 1/32" TMK) 

29 

815-0433 

2 

Screw, Seif-locking • 




Fillister Head 
(1/4-20 X 5/8") 

30 

612-0(»5 

2 

Screw, Machine - Round 




Head («8-32 x 1-1/8") 

31 

850-0025 

4 

Washer, Lock • Spring (#8) 

32 

815-0190 

2 

Screw. Tapping - RourKf 




Head (#6-32 x 3/8") 

33 

153-0420 

1 

Adapter, Electric Choke 

34 

153-0440 

1 

Bracket, Electric Choke 

35 

153-0017 

1 

Element. Choke Bime al 

36 

153-0115 

1 

Cover Assembly. Choke 




(32 Volt Element) 

37 

501-0005 

1 

Line. Fuel 


* - See Separate group for component parts. 
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CARBURETOR PARTS GROUP 



Wf. 

rAHT 

OTV. 

PMT 

NO. 

NO. 

useo 

OCtCRimON 


146-0191 

1 

Carburetor, Qaaoline 


146-0149 

1 

Repair Kit, Carburetor 
(Includes Parts Marked 

1 

146-0122 

1 

Screw, Tlirottle Stop 

2 

146-0119 

1 

Veive. Throttle 

3 

146-0124 

1 

*Qasket Kit, Carburetor 

4 

146-0118 

1 

Bowl, Fuel 

5 

146-0196 

1 

Shaft Assembly, Throttle 

6 

146-0145 

1 

'Float Valve, Seat and 
Gasket Package 

7 

146-0113 

1 

Nozzle 

e 

146-0111 

1 

'Shaft! Float 

9 

146-0110 

1 

Float Assembly 

10 

146-0109 

2 

Screw and Washer 


mr 

pMn 

OtYv 

PART 

MO. 

MO. 


DtSCRtPTtON 

11 

146-0116 

1 

'Needle. Idle 

12 

146-0107 

1 

Shah Assembly. Choke 

13 

146-0104 

1 

Valve. Choke 

14 

146-0102 

1 

'Needle Assembly. High Speed 

15 

146-0121 

2 

Spring, Throttle Slop Screw 
and idle 

16 

146-0120 

1 

Seal. “O' Ring - High Speed 
Needle 

10 

146-0117 

1 

Spring, High Speed Needle 

19 

146-0142 

1 

Screw Assembly 6 Washer - 
Splash Baffle Mounting 

20 

146-0143 

1 

Baffle, Splash 


* * Included in Repair Kit. 
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FUEL PUMP PARTS GROUP 


REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 


149-0693 

1 

Pump, Fuel (Illustrated in 
Fuel System Group) 


149-0526 

1 

Repair Parts Kit (Includes 
Parts Marked *) 

1 


1 

Body, Not Sold ^arately 

2 

815-0148 

4 

Screw, Machine - Hex Head, 
Slotted (#8-32 x 7/B") 

3 

015-0147 

2 

Screw, Tapping - Oval Head, 
Cross Recessed 
(#6-32 x S/e**) 

4 

149-0096 

2 

*Valve and Cage 

5 

149-009S 

2 

^Gasket, Valve 

6 

149-0582 

1 

* Diaphragm Assembly 

7 

149-0672 

1 

*Spiing 

6 

149-0539 

1 

Retainer, Valve Cage 

9 

149-0675 

1 

*Spnng 

10 

516-0113 

1 

Pin, Rocker Arm 

11 


1 

Body, Not Sold Separately 

12 

149-0710 

1 

tink and Arm, Rocker 
(Sold Only as a Set) 

13 

149-0003 

1 

*Gasket, Pump Mounting 

14 

149-0858 

1 

^Gasket, Diaphragm - Lower 
Side 


* - Included in Repair Kit. 



IGNITION GROUP 


1 


2 , 

13 


15 



o 

-\ 


>10 


'iM 




19 


22 

I 


■12 
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REF, 

PART 

OTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

0 

160-0555 

1 

Box Assembly, Breaker 
(Includes Parts Marked *) 

2 

160-0002 

1 

‘Point Set 

3 

312-0181 

1 

‘Condenser 

o 

167584 

1 

Lead, Spark Plug 

cX 

167^1251 

1 

Plug, Spark 

lO 

166-0278 

1 

Coil, Ignition 

7 

160-0556 

1 

Nipple, Rubber - Ignition 

Coll 

0 

160-1045 

1 

Bracket, Ignition Coil 

Mounting 


312-0058 

1 

Condenser, Suppression 

10 

518-0049 • 

3 

‘Screw, Points & Condenser 
Mounting 

11 

160-0553 

1 

Plunger & Guide Assembly 
(Includes Diaphragm) 

12 

160-0551 

1 

Cover, Breaker Box 

13 

160-0461 

1 

Gasket, Plunger Guide 

14 

160-0075 

1 

‘Pivot, Breaker Arm 

15 


1 

Diaphragm, Plunger (Part 
of Plunger Assembly) 

16 

o 

800-0003 

1 

Screw, Cap - Hex Head 
(1/4-20 X 1/2") 

815-0236 

1 

Screw, Tapping - Hex Head 
(5/16-18 X 5/r) 

10 

526-0063 

1 

Washer, Flat - Copper 
(17/64" 10 X 7/16" ODx 1/32" 1 

19 

854-0010 

1 

Washer, Lock - Internal 

Tooth (#10) 

& 

0 

815-0236 

1 

Screw, Tapping - Hex Head 
(5/16-18 X 5/8") 

815-0190 

1 

Screw, Tapping - Round Head 
(#8-32 X 3/8") 

22 

0 

813-0111 

1 

Screw. Machine - Round Head 
(#10-32 X 2-1/4") \ 

856-0002 

1 

Washer, Lock - External/ 
Internal Tooth (#8) 

653-0016 

1 

Washer, Lock - External 

Tooth (5/16") 


Redistribution or publication of this document 
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EXHAUST SYSTEM GROUP 



MV. rmmtr STV. 

tto. NO. WHO 

1 156-1^ 1 

2 1SS>1»6 1 

3 186-1234 3 

4 MUFFLB1. EXHAUST 

186*1242 1 

185*1222 1 

$ 185*1284 1 

6 185*1236 1 

7 TUBE. EXHAUST 

185*1318 1 

186*1468 1 

6 sos-om 1 


BAMT 

OKBCMVnON 

Clwnp. MufRtr (1*i/r 
(^amp. Miffiar (1*1/4- pipa) 
Bndiat Haftpar - MutSar 


Spac A Through N 
BaginSpacN 
Spadt Arraatar (Optional) 
Tuba. Exhauat 

Spac AThrou^N 
BagmSpac N 
Mppla. Pipa 


10 

All 


Power 

Generation 
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AIR mySIMG OilOUR 



MMT 

NO. 

«1-OOO0 

134-2m 

asi-omo 

134-2777 

1044800 

88(MI066 

S804017 


8 134-1013 


orr. 


1 

2 

1 

1 

1 

1 


Power 

Generation 


0Airr 

eStCNPTION 

«Krf«w, aWHOGIililQI * rfVK 

WMlMT Head (1/4-20 x 3W*) 
ScraO. Air 

Seraw. Saif-ioefe^ig - Hm 
WaNMT HMd (1/4-20 X 1/r) 


Scf«w. Cap - Hex Haad 
MNahar. Lock - Spffng (7/ir) 
waahar. Flat - B«««a 
I1&3r IDx 1-1/4" 00 X1/4" THK) 
Fhib 


Mr. 

Fjurr 

OTY. 

PANT 

NO. 

NO. 

UiCO 

OttCfUPTtON 

9 

51S-0113 

1 

K«y. Woodnjft 

10 

815-0290 

1 

Scn»w. Tapping - H«x Wasttar 
Head (1/4-20 x S/V) 

It 

821-0008 

3 

Scrawf. Sait-tocfcing - Hex 
Wamtar Haao 
(1/4-20 X 34") 

12 

134-2706 

1 

How^rtg and Scfod. Biovvaf 

13 

821-0010 

2 

Setaw. Salf-locfcing - Hex 
WaaearMaad 
(1/4-20 X 1/2"! 

14 

134-2887 

1 

Stiipud. Cylindar Air 

15 

134-2808 

1 

Cover. Engma Sxia 


11 
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GENERATOR GROUR 




26 



mf. 

PMiT 

QTf. 

PMT 

m. 

NOi 

UMD 

onciumefi 

t 

2SMM67 

1 

Cd«w. EndttMi 

« 

m. 


f 

Ndt Sssisee Drfvi 

3 

9KHMN7 

1 

6HHing.Ml 

4 


1 

ClW>- • SMfingi 

S 

CAP.anuSHMOLOiR 




> 

oom^ 



4 

ACimdii 

ft 

■nuSM 

214-0100 

t 

oc 


214.60K 

4 

AC 

7 

HOiOcaanuaH 



2ia>i2«« 

2 

OCSnMb 



4 

ACiniA 

ft 

•SMOIS 

2 

libi HM fftie-is) 

ft 

•804M 

2 

WtMiwr. Uma - spfwg |8^4r) 

10 

^1-6116 

2 

WHlMr,nai 

tl 

SlT-OfTS 

1 

mm" tos ti/ir 00 < t/ir thk) 

ind BM. Omraior 

12 

aoi<2a»3 

1 

Afniwin AMMNMjr. ineiudM 

ts 

3S6014S 

f 

BaMng 

CenwMiwor (DC) 

14 

2iH<m 

1 


IS 

•MMIOQ 

4 

Scfdw. Cap - Hpr Haad 

1ft 

32l-6ise 

2 

CM>1« X 

9he%.t*o»t 

17 

2a9>173t 

1 

Cod Awamilty, 


<2 oam Wind Togwhw) 


PCF 

PART 

orr. 

PART 

»o. 

NO. 

UMO 

OtOCR^TKNI 

t« 

9190103 

2 

lAn. Roa 

19 

520<mi 

49 

SA>d i9'l9-1» » $-1M'> 

2C 

S2CMJA91 

1 

Slud {39-19 a 11-4394’-) 

21 

992-1015 

2 

Nut H»a iSrlO-IS) 

22 

•89-1009 

t 

WN8A4r. Lock • EatomtL' 
intum# Tuodt i3'14ri 

29 

•SCMI049 

1 

WaifMK. Lock • Spnno (S/IR-) 

24 

5290115 

t 

Waatior PM 

{M<32^ 10* 1i/ir OOa i/ir TMKi 

2S 

sao-ino 

1 

Stud <3^19-16 * 2-1/r) 

29 

2t04>t1i 

t 

<‘^ ramt, MacMnod A Onitad * 

L«w CoiM 9 PoiakftoM 

rr 

992-0015 

4 

Nut. Hoa (319-16) 

29 

•99004$ 

4 

TAMM. Lock • Spr^ {3l9~} 

29 

52943D4t 

4 

WaatM. PM 

(2l/94-lO*rOOa Vl9"TMKt 

29 

539-0041 

4 

Waahar. PM (3i6" ' 

90 

402-0989 

2 

Strap. Raainunar 

91 

4024O96 

2 

Mount VAbnlion 

32 

403-106$ 

t 

Srackat. Mounting - Qonaraior 

99 

600<I003 

f 

Scraw. Cn> - Hm Haad 
(1/4-20 a 1/2") 

94 

K9-0006 

3 

Waahar. Lock • EaMnal/ 
intacnai TocMA (1/4) 

35 

992-0001 

1 

Nut. HOa (1/4-»» 

96 

937-0004 

1 

Strap, Ground 
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CONTROL GROUP 



mf. 

PART 

OTY. 

Ma 

NO. 

UOBO 

1 

613M)16? 

1 

2 

*624)001 

2 

3 

0534)013 

2 

4 

3044)006 

2 

5 

3S34»40 

1 

e 

0154)261 

2 

7 

101-1061 

1 

6 

307-0045 

1 

9 

3304X04 

1 

10 

8134)006 

1 

11 

0564)003 

1 

12 

3124)050 

1 

13 

6134)006 

1 


PART 

OEScmsmcn 

Samf, Machin e - RowkI 
H«sd (1/4-20 K 3") 

Nut Hux (1/4-20) 

Washer. Lock - l^emal/ 
intemN Tooth (1/2") 
Washer, Centering 
Resistor, Wirewound 
(10-Ohm. 45 Walt) 

Screw. Tapping - Hex Washer 
Msad (1/4-20 X 7/16") 
Bracket. Solenoid 
Relay. So'snoid > Start 
Cover. Receptacle Box 
Screw. Machine • Bound 
Hoad (*10-32 X 1/4") 
Washer. Lock - External/ 
Internal Tooth (#10) 
Capacitor 

Screw. Machine - Round 
Head (ff10<32 x i/4") 


REF 

PART 

OTY. 

NO. 

NO. 

USED 

14 

656-0003 

1 

15 

508-0026 

1 

16 

8154)391 

2 

17 

853-0006 

2 

16 

308-0345 

1 

19 

812-0076 

1 

20 

8604»08 

1 

21 

653-0005 

1 

22 

357-0022 

1 

23 

332-1650 

1 

24 

332-1646 

2 

25 

338-0745 

1 

26 

508-0002 

1 

27 

301-3680 

1 


PART 

DESCRIPTION 

Washer, Lock - External/ 
•nternat Tooth (#10) 
Grommet (13/32") 

Screw. Tapping - Hex Head 
(#10-32 X 1/2") 

Washer. Lock - External/ 
Internal Tooth (5/16") 
Switch. Toggle 
Screw. Machine - Round 
Head (#8-32 x 5/16") 

Nut. Hex (#8-32) 

Washer. Lock - External/ 
Internal Tooth (#8) 
Rectifier. Diode 
Strip. Terminal 
Clip, Retaining 
Harness. Wiring 
Grommet (1/2") 

Box. Control 


€ Power 

Generation 
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REMOTE START CONTROL GROUP - OPTIONAL 


(Used With Three Wire Start Circuits Only.) 



REF. 

PART 

QTY. 

PART 

REF. 

PART 

OTY. 

NO. 

NO. 

USED 

DESCRIPTION 

NO. 

NO. 

USED 

1 

308-0165 

1 

Control Package - Remote Starting 

12 

300-0986 

1 ’ 




(includes Parts Marked *) 




2 

815-0385 

2 

•Screw. Machine - Round Head, 

13 

308-0341 

1 




Black Zinc Finish 




308-0154 


(#6-32 X 1/2") 

14 

369-0034 

1 

3 

1 

•Switch, Toggle - SPDT 

15 

302-0888 

1 

4 

308-0168 

1 

•plate, Mounting 

16 

815-0385 

2 

5 

300-1030 

1 

Control Package - Standard, 







Remote Starting 
(Includes Parts Marked t) 

17 

860-0005 

2 

6 

815-0380 

2 

tScrew, Wood - Oval Head, 

18 

302-0885 

1 




Black Oxide (#5 x 1/2") 

19 

301-3606 

1 

7 

300-0985 

1 

tControl Assembly, Remote Starting 

20 

302-0562 

1 




- Standard (Includes Parts 

Marked *) 

21 

302-0561 

1 

8 

308-0341 

1 

★Switch, Push - DPDT (Momentary) 

• - Parts Included in Control 




Witt) Intergal 12 Volt Lamp 

t - Parts Included in Control 

9 

301-3566 

1 

★Panel, Control 

★ - Parts Included in Control 

10 

300-1031 

1 

Control Package^Deluxe, Remote 

•* - Parts Included in ControJ 




Starting (Includes Parts Marked ••) 

£ - Parts included in Control 

11 

815-0380 

4 

••Screw, Wood - Oval Head, 







Black Oxide (#6 x 1/2") 





PART 

DESCRIPTION 

• •Control Assembly Remote Starting 
- Deluxe (Includes Parts Marked £) 
£5wttch, Push - OPDT (Momentary) 
With fntergal 12 Volt Lamp) 
£Dlode 

£Meter, Battery Condition 
£Screw, Machine - Round Head, 
Black Zinc Finish 
(#6-32 X 1/2") 

£Nut, Hex (#6-32) 

£Meter, Time Totalizing 
£Panel, Control 

Voltmeter, DC (0-20) ■ 

Ammeter, DC (0-10) 

Package 308-0165. 

Package 300-1030. 

Assembly 300-0985. - 
Package 300-1031. 

Assembly 300-0986. 


Power 
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SERVICE KITS & MISCELLANEOUS 


REF. PART QTY. • PART 

NO. NO. USED DESCRIPTION 


C98-1100 1 Decal Kit 

168-0129 1 Gasket Kit, Set 

522-0274 1 Overhaul Kit. Set 

TOUCH-UP PAINT (Pressurized Can) 

525-0137 1 Metallic Green (16 oz.) 

525-0305 1 Non-Metallic Green (13 oz.) 


NOTE: For other kits, refertothegroupforthepartin question. 


IS 

B2 
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Generation 
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SUPPLEMENTARY PARTS LIST 


These parts apply to the 2.7AJ Recreational Vehicle Generator Sets begin Serial 
Number C770217418 during’ Spec N. Use these parts in place of/or in addition 
to those listed in the main parts catalog number 924-0220. 


CYLINDER BLOCK GROUP 



REF. 

PART 

QTY 

PART 

NO. 

wn 

m 

USED 

DESCRIPTION 

37 

403-1293 

: 1 

Plate, Mounting 

38 

403-1294 

1 

Bracket, Engine Mounting 

40 

DELETE 



41 

402-0421 

4 

Mount, Vibration Cushion 

42 

870-0117 

2 

Nut, Hex - Self Locking 


■ 


(7/16-14) 

43 

DELETE 



44 

DELETE 



47 

DELETE 



51 

403-1288 

1 

Pan, Drip 

52 

800-0076 

2 

Screw, Cap - Hex Head 




(7/16-14 X 2-1/4”) 



Power 

Generation 
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GENERATOR GROUP 


^27 



^9 



REF. 

PART 

QTY. 

PART 

NO. 

NO. 

USED 

DESCRIPTION 

9 

856-0008 

2 

Washer, Lock - EIT (5/16") 

10 

DELETE 



27 

870-0117 

2 

Nut, Hex - Self Locking (7/16-14) 

28 

DELETE 



29 

DELETE 



30 

DELETE 



31 

402-0421 

2 

Mount, Vibration Cushion 

37 

800-0076 

2 

Screw, Cap - Hex Head (7/16-14 x 




2-1/4") 

38 

850-0050 

2 

Washer, Lock - Spring (3/8") 

39 

800-0050 

2 

Screw, Cap - Hex Head 


C3/8-16 X 1”) 


E2 
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Generation 


Redistribution or publication of this document 
by any means, is strictly prohibited. 






2.7AJ-1R 


12U20K 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 924-0220 


KEY NO. 


(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELOW) 


WIRING DIAGRAM NO. 


611-1106-01 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


503-0679 

505-0906 

141-0078 

149-1460 

149-1549 

502-0002 

502-0003 

332-0527 

166-0286 

332-0050 

332-1918 

508-0005 


1 Hose, Breather (13” LG] 

1 Nipple, Exhaust (3/4" x 5" LG) 

2 Gasket - (1) Carburetor Mtg. 

(1) Intake Manifold Mtg. 

1 Line, Fuel - Filter to 

Carburetor) 

1 Shield, Fuel Deflection 

1 Elbow, Inverted Male - Garb 

Inlet 

1 Connector, Inverted Male - 

Fuel Solenoid Valve 
1 Terminal, Solenoid Lead 

(Positive Coil Post) 

1 Screw, Ignition Coil Bracket 

1 Clip, Wire - Spark Plug Lead 

1 Strip, Terminal 

1 Grommet, Rubber - Control Box 

(9/16" Hole) 


fSi GeneraticKi 


1978 


Revised 





by any means, is strictly prohibited. 











SPECIAL PARTS LIST FOR MODEL 


2.0AJ-52R 


SPEC 


12020M 


FOR STANDARD PARTS REFER TO CATALOG 924-0220 


KEY NO.- 


(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELOW) 

WIRING DIAGRAM NO. 611-1.106^01 _ 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

503-0679 

1 

1 

Hose, Breather (13" LG) 

1 " ^ 


505-0906 

1 

Nipple, Exhaust (3/4" x 5" LG) 



141-0078 

2 

Gasket - (1) Carburetor Mtg. 





(1) Intake Manifold Mtg. 



149-1460 

1 

Line, Fuel - Filter to 





Carburetor 



149-1549 

1 

Shield, Fuel Deflection 



502-0002 

1 

Elbow, Inverted Male - Carb 





Inlet 



502-0003 

1 

Connector, Inverted Male - 





Fuel Solenoid Valve 



332-0527 

1 

Terminal, Solenoid Lead 





(Positive Coil Post) 



166-0286 

1 

Screw, Ignition Coil Bracket 



332-0050 

1 

Clip, Wire - Spark Plug Lead 



355-0017 

1 

Resistor, Fixed (7.5 Ohm, 





50 Watt) 



520-0086 

1 

Stud, Resistor Mounting 



304-0015 

2 

Washer, Resistor Centering 



332-1918 

1 

Strip, Terminal 



508-0005 

1 

Grommet, Rubber - Control Box 





(9/16" Hole) 



201-2318 

1 

Armature Assembly 



222-1807 

1 

Coil Assembly, Field 






1, 1978 


eneration 


Revised 




1 1 
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2.7AJ-1R 


12020M 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 924-0220 


KEY NO. 


(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELOW) 

WIRING DIAGRAM NO _ 611-1106-01 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


T 


503-0679 

505-0906 

141-0078 

149-1460 

149-1549 

502-0002 

502-0003 

332-0527 

166-0286 

332-0050 

332-1918 

508-0005 


1 Hose, Breather (13" LG) 

1 Nipple, Exhaust (3/4” x 5” LG) 

2 Gasket - (1) Carburetor Mtg. 

(1) Intake Manifold Mtg. 

1 Line, Fuel - Filter to 

Carburetor 

1 Shield, Fuel Deflection 

1 Elbow, Inverted Male - Carb 

Inlet 

1 Connector, Inverted Male - 

Fuel Solenoid Valve 
1 Terminal, Solenoid Lead 

(Positive Coil Post) 

1 Screw, Ignition Coil Bracket 

1 Clip, Wire - Spark Plug Lead 

1 Strip, Terminal 

1 Grommet, Rubber - Control Box 

(9/16” Hole) 




^ Generation 


Revised 




1 , 1 
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2.0AJ~52R 


12020N 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 924-0220 


KEY NO. 


(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELOW) 


WIRING DIAGRAM NO _ 611-1 . 106 .-^ 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


503-0679 1 

505-0906 1 

141-0078 2 

149-1460 1 

149-1549 1 

502-0002 1 

502-0003 1 

332-0527 1 

166-0286 1 

332-0050 1 

353-0017 1 

520-0086 1 

304-0015 2 

332-1918 1 

508-0005 1 

201-2318 1 

222-1807 1 


Hose, Breather (13" LG) 

Nipple, Exhaust (3/4" x 5" LG) 
Gasket - (1) Carburetor Mtg. 

(1) Intake Manifold Mtg. 
Line, Fuel - Filter to 
Carburetor 

Shield, Fuel Deflection 
Elbow, Inverted Male - Garb 
Inlet 

Connector, Inverted Male - 
Fuel Solenoid Valve 
Terminal, Solenoid Lead 
(Positive Coil Post) 

Screw, Ignition Coil Bracket 
Clip, Wire - Spark Plu|i Lead 
Resistor, Fixed (7.5 Ohm, 

50 Watt) 

Stud, Resistor Mounting 
Washer, Resistor Centering 
Strip, Terminal 
Grommet, Rubber - Control Box 
(9/16" Hole) 

Armature .Assembly 
Coil Assembly, Field 
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F5 


1 1 
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2.7AJ-1R 


1202ON 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 924-0220 


KEY NO. 


(PARTS CATALOG ALSO CONTAINS COMPONENTS FOR MAJOR OPTIONAL FEATURES LISTED BELOW) 

WIRING DIAGRAM NO _ 6II-11O6-OI _ 


PART NO. QTY. 


DESCRIPTION 


PART NO. 


QTY, 


DESCRIPTION 


X 


T 


T 


503-0679 1 

505-0906 1 

141-0078 2 

149-1460 1 

149-1549 1 

502-0002 1 

502-0003 1 

332-0527 1 

166-0286 1 

332-0050 1 

332-1918 1 

508-0005 1 

155-1239 1 


Hose, Breather (13” LG) 

Nipple, Exhaust (3/4” x 5 ”LG) 
Gasket - (1) Carburetor Mtg. 

(1) Intake' Manifold Mtg. 
Line, Fuel - Filter to 
Carburetor 

Shield, Fuel Deflection 
Elbow, Inverted Male - Carb 
Inlet 

Connector, Inverted Male - 
Fuel Solenoid Valve 
Terminal, Solenoid Lead 
(Positive Coil Post) 

Screw, Ignition Coil Bracket 
Clip, Wire - Spark Plug Lead 
Strip, Terminal 
Grommet, Rubber - Control Box 
(9/16” Hole) 

Clamp, Muffler (1-1/2” Pipe) 


^ ueneraiicm 


Revised 


iblicdQliKi..Q,f,,thi.s. document 
by any means, is strictly prohibited. 














